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Reduced Costs of Materials Han- 
dling Feb. 
Refinishing Motor Collector Rings June 
Refrigerating System Accidents and 
How to Avoid Them July 
Refrigeration Men—Help, Help’......Oct. 
Refuse Incinerators, Wigwam—The 
Use and Care of Mar. 
Reinforcing Building Columns Per- 
mits Expansion 
Remachine Eccentrics Without Dis- 
mantling Them, How to Nov 
Removing Stains from Concrete Aug. 
Repair Costs Cut, Meter wees Mar. 
Repsirs, Problems in Building June 
Repellent Film Aids Laboratory 
ork, Water Sept 
Report on Oil Engine Power Cost 
for 1947 pr 
Requirements Are Fitted to Produc- 
tion, How Factory Elevator Oct 
— — Heat and Water, New 


Gre 
Resurfacing Concrete and Wood 
Ploo Nov 
metreadion Walking Areas Sept. 
Rigging—Gin Pole, Shears and 
Tackle 
Rigging in the Plant. Heavy 
ks Hurt It Not!, Hot 
Rolled Sheet, Mechanical Control 
Positions Edge of Dec. 
Raising the—Scotch Style....Mar 
Room Layout As It Should Be, 
Reception Nov 
Ropes, Lubricating Steel June 
Rubber Streets May be Coming!....Mar 


Ss 


Safe Blasting Switch June 
Sefer, Better Light for Paint 
Room July 
Safety Control Cock, Gas Apr. 
Safety Crimes—Not Here! July 
Nov. 
Safety Features on Yard Crane May 
Safety Idea Steps Up With a Lift....Dec 
Safety into Transformer Installa- 
tions, How to Build Sept 
Safety, Luminescence for Plant....Sept 
Safety, New CO, System Boon *, 


e 
Safety Precautions With Solvents, 
Use 


Safety. Use Air Tanks 

Salvage Cracked Water Jackets, 
How to 

Salvage is Big Business 

Salvaging Lumber, Nail Puller for 

Sandblasting, Up to Seven Coats 
of Paint Removed by 

Save your Tires by Collecting — 

ec 

Sawdust Into Gold, From Avr 
chool Co-op Program, Company....Apr 

Scotch Style—Raising the Roof Mar 

Scrap!, What? No Steel Feb 

Sealers, Adhesives, Coatings Apr 

Second-Story Man Gets a Lift Oct 

Seismograph Records Vibration, 


Plant e 
Selection, Use, and Care of Tools...Jan 
Feb 


Mar 
Apr 
June 
Aug 
Pc. 
Sell Top Management on Materials 
Handling Jan 
Service, Instrument PM or PM......Mar 
Servicing Hydraulic Systems Feb 
Shaft Centering Machine Aids Job 
Machining, Special Nov 
Shaft Life, ew Keyway Extends 
Machine Dec 
Shaft Weights and Volumes, Esti- 
mating Bar and Nov 
and Tackle; Rigging—Gin 
ict 
Should Maintenance by Contract 
be Encouraged? Ju 


Show? What's On at the 

Silos Help Solve Industrial Dust 
Problem 

Simplified Preventive Maintenance 
System for Control of All Plant 

nee. A Tailor-Made 

Simplify Maintenance Programs, 
Paper Work Can Ss 
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Single-Phase Motor Starting Cur- 
rent Rules Feb. BR 
“ = — on Belt Uses and 


siphons “Tested = Irrigated Ar: 
nd, Porta 
Skids Save a. Floo Oct 
Sling Facilitates Load. Handling, 
Bridle Aug. 
Sling Gives Fork Truck a Lift. 
Smali Machines, Automatic 
brication Can Be Metered for 
Small Tube Cleaner Motors Solve 
Grinding Problem 
Smoke Prevention "Ancocintion, Pro- 
ceedings pr 
Snap-Action Switch Helps Broach- 
ing Operation 
Snow Removal, Electrical 
Soap and Dermatitis. . -May 
Soft-Wall Tubing for Bending, 
Plugging July 
= Iron, Automatic Off- “On 
fo n. 
Soldering Tips, Increased Life for..Dec. 
Solve Problems In Steam 
Engineering, How To me 
Solvent or Investigate, Know the 
Solvent Safety Before Winter 
Comes, Check . No 
Solvents, Use Safety Precautions 
With cine 
Sources of Engineering Informa- 
tion . panpenns . 
Southern Pine Manual of Grange 
Wood Construction ... Aug. BR 
Specifications for Ordering Equip- 
ment, Use Practical Jan. 
Speed Suspended Ceiling Construc- 
tion, This Method Helps Sept 
Speeding Up Construction, a 
tenance and Lowering Cos June 
— System Will monly Sprin- 
kle, Make Sure Your Oct 
Square, A = From a Aug. 
Stacks, Meta Aug. 
— Omce Buildings, Here is 
Yo . ept 
Stainless Steel Belts for Conveying 
Dec 


Stains from Concrete, Removing....Aug. 
Standard Orders for the Plant Fire 
Brigade va Mar 
Standardize Equipment To Trim 
Costs Aug 
Standards, Don't Worry About New 
Thread Sept 
Standards of Hydraulic Institute Ao 
Standby Electric Power Plant No 
Start a PM Program for Electric 
Drives, How to June 
Steam Generator Plant, Insulating 
a Packaged ‘ a 
Steam, Let's Talk About Flash Au 
Steel Products Manual Oct -BR 
Steel Scrap, What? No Feb. 
Steel That's Designed for eens 
and Abrasion Dec. 
Step Ladders, Plant Sept 
Stethoscope for Bearir Apr 
Storage and Handling.  Dabvioamte 
Aug. 
Storage Battery Charging Aug 
Storage Batteries, Electric—Preven- 
tive Maintenance Program Apr 
— Pollution and Do It Cheap- 
y! Avo 


e 

Strip in Commercial Production, 
Extruded Nylon p 

Stripping Walls and Machines, 
Fast Paint ... Sept 

Strips for Testing, Plug-in Jan 

Studs and Bolts, Helpful Hint for 
Removing Broken 

Surface Treatments for Protection 
of Concrete Floors 

Supervisor's Management Guide 


Switch Helps Broaching Gperatlon, 
Snap-Action A 
Switch, Safe Blasting . 
Switch Saves Money, Control 
Switch Turns Oil Off and On 
Switches on Hydraulic System 


T 


Tackle; Rigging—Gin Pole, Shears 
an Oct 


Taylor-Made Simplified Preventive 
Maintenance System for Control 
of ALL Plant Equipment, A Oct. 
Tamper Team Cuts Costs Jan 
Tank bas Lined? How —. 


at 
i Upkeep, Inspection, industrial - 
June 
Tanks, "tor Emergency Use; Com- 
pressed Air—Liquid July 
Tanks, Protection of Hot Water......Feb 
Tapes, Rules, Electrical Hazards 
With Metallic Aug 
Tar From Wood Blocks, Wants to 
Remove Oct. 
Tension on Trolley Conveyor Chain..May 
Tester for Traffic Paints Mar 
Tests, Oil—Cutting “Aer. 
The Instrument Manual of 


The Practical and Sotalol } 
cyclo} ug. 
The V. . 3 
——— and ‘Practice ‘of Heat En- 
gin .Mar. 
Thermometer “Maintenance and Use, 
Hydrometer and 
Those Who Come To See Us, 
Thread Standards, Don't W 
About New ... eee 
Tile Sewer on Earth Base... Feb 
Tips, Increased Life for Soldering Dec. 
Tires by Collecting Nails, Save 


your : 
Tooling Trick Raise “Tool ‘Life. 
Tools; Selection, Use, and Care of.. 


Trade-Marks ‘ 
Training Se -a Can Cut 
Costs, le . 
me Installations, How to 
Build Safety into . ee 
Trap, Inspecting  Seeaaepnestge Jan. 
Travel, For Those Who June 
Treatment And Disposal ‘of Ind‘s- 
trial Waste Waters wees BR 
Tree Puller, Hydraulic ..Apr. 
Trick Raises Tool Life, Tooling. Apr. 
Trolley Conveyor Chain, Tension 
on ...May 
Trolley Wheel Lubrication.. Feb 
Troubles in a Processor, Corrosion..Mar. 
Truck a ' ft, Sling Gives Fork Feb. 
— He'ps in Installation, High 
F 


Tube Cleaner Motors Solve Grind- 
ing Problem, Small 

Tube Destroyer, Another Safe Fluo- 
rescent 

Turbine and Boiler Overhaul Prac- 

Oct. BR 

Turbines, Condenser and Auxili- 
aries, Feedwater Heaters and 
Evaporators ; 

Two vel Foundation for Sewer....Mer. 

Typical Designs of Timber Struc- . 
tures ‘ oe sept. BR 


U 


Unit Heaters, Servicing 


V 


V-Belt Efficiency, Factors a ho 
Vacuum, Hugh — Cleaner Help: 
Akron Breathe .... e Mar 
Vacuum Pump—Its cost and Use 
for Industrial Process'ne Apr. 
bie ~ game Plant Seismograph Rec- 


Viscous Fluids, Piping ‘of Hot... 

Underfloor ae Services, Over- 
head Exhaust 

Voltmeter on Brain Teaser, Uses... “Feb. 


W 


Waiking Areas, Retreading...............Sept. 
Wall Construction, Lightweight........Mar. 
Washing 1,000,000 Horses Apr 
Waste geen Trained Minnows 
Help in July 
Waste Oil and "Parking Lots. July 
Water Heaters, Planned Mainte- 
‘ ..Mar 
How to Salvage 
e July 
Waste Water to Remove Oil, Piltra- 
tion of . 
Water Out of Compressed Air Lines, 
How to Keep Condensed Nov. 
Waterbury's Vest- Pocket. Handbook 
of Engineering Apr. 
Waxes Aren't as Simple as One 
Might Think, Floor a 
Weldability of Ferrous Metals. Dec. 
Weldab'‘lity of Non-ferrous Metals..Nov. 
L mae and Cutting Manual....Nov. BR 
Welding, Examples of Good Main- 
tenance ..May 
Welding Fumes Moved by Heater....Feb. 
What Belt to Use—and Where... _~4 
What? No Steel Scrap! 7 
What Good Are Standards. ‘Sept. BR 
What is a Labor Dollar Worth in 
Investment? a 


When You Have No Pipe Wrench _ 

White Tie _ Tails, Plexiglas in 
Overalls o 

Wigwam etuae Incinerators, The 
Use and Care of Mar. 

Wood Floor Blocks, Wants to Re- 
move Tar From 

Wood Floors, Resurfacing Concrete 
and Vv 

Wood to Sawdust, Back Again: 
From oe 2 2 

Work Can Simplify Maintenance 
Programs, Paper 

Workable PM Program for Heating 
Systems, A . 

Working With People Nov. BR 

Wrench for Gauge Covers Oct 
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A 


Actuator, Lightweight ...... 


Adhesive, Magnetic 
Adhesives, Packaging 
After Cooler 

Air Discharge Units . 
Alarm Meter 

Alarm Silencer 


Annunciator 


Apron, Revolving 


Atomizer, Mechanical .............- ; 


Balancing Way ..... 
Bar, Torque 
Batching Plant 


Battery Reviving 
Bearing Tool 
as Bus Bar 


Blanket, Fire | * 
Blocks, Terminal! ........ 
Blower, Axial-Flow . 
Boilers, aeniacure é 
Booster, Belt ... ome 
Box, Stacking .. 
Brush Safe, Paint 
Bucket, Clamshell 
Bucket, Elevator .. 
Burner, Automatic 
Bushway, Trolley 


Cabinet, Blueprint ........ 
Calculating Machine ... 
Call Unit, Cod epee 


Cement, All” Purpose 
eramic Parts * 
anger, heencuanid 


Charging Control 
Chest, Tool ‘a 
Chock, Safety Wheel .. 
Chuck, Lathe Collet . 
Circuit Breener 
Circulator ........ 


Clamp, Protractor 
Clamp, Socket 
Cleaner, Comp. Air 
Cleaner, Drain 
Cleaner, Steam 
Clip, Insulation 
Insulated 


r : 
Coating, Heavy- -Duty 
Coating, . ~~an 


Colmonoy ey ae 
Compound, pair 
——— ae 


Compressor, Two wn eesti 


Compressors, Portable . 
Concrete Mixer 


Condensate Return 
Connectors, Angle .... 
Connectors, Swivel .... 
Contactor, Air Break 
Containers, Storage 
Contour Control 
Control, Cycle ate 
Control, Liquid ‘Level .. 
Control, Remote ........ 


Control, Temperature |... 
peed ... 


Control Unit, S 
Conveyor, Belt . 
Conveyor, Bulk . 
Conveyor, Carrier 
Conveyor, Gravity 
Conveyor Marker 
Conveyor, Portable 
Conveyors, Long 
Conveyors, Overhead oe 








Conveyor, Skate e Wheel ae 


Coolant, Locali: 


Cooler, Drinking Water . 


Crane, 
Crane, 


Crane, Portable ed EAE He 


Crane, Swing Boom 
Crane, Small Floor 


New Products Index 


Cranes, Portable Shop 
Curtains, Welding . 
Cutout, Distribution 
Cutter, Canopy 
Cutting Tool 


D 


Dampeners, Vibration . 








Drive, Gearshift 





Drive, Hydraulic 
Drive, Individual 





Drive, Lift Truck 
Drive, Packaged Speed 
Drive, Speed Control .. 
Drive, Variable 


aainenater 


Electric Plant 

Electrode Holder .. 
Elevators, Portable .. 
Engine, 4-Cycle Gas . 
Engine, 2-Cycle 

Engines, Horizontal .. 
Expansion Joints, Rubber. 
Extinguisher, Dry 
ee Fire .. 


Extinguishers. New . 
Extractor Set ‘ 


water Control . 
Film, Vinyl 
Filter, Continuous 
Filteri. Process .... 
Filters, w-Cost D 
Fitting, Unloading 
Fittings, Tube 
Fixtures, + appeal ; 
Float, Concrete siliaioen 
Float — Tank 





Fi . rdwood 
Flooring, Non- fetes 
eter .. 


ses, Renewable 


Gage, Air Pressure . 
Gage, Pressure ... 
Gasket, Cutter .... 
Gear, Decanting ... 
Generator, Small 
Generator, Ultrasonic 
Generators, Engine 
Generators, Pack 
Glazing Compoungd ... 





rab, Screw ... 
Grinding Wheels 
Grommet, Cable-Laid 
Guide-Anchor-Guide 
Gun, Blast . 
Guns, Afr ... 


andler, Drum .... 

Hanger, Fixture 

anger, Lowering . 
oal-Fired 

















rated 
Lightweig 
Trolley 
Hoist, Utility 
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Hoists, Self-Propelled 

Hose Connection ... 

Hose, Sae-cooumne ; 
nits . 


Illuminators, Gage 





Impact Blast Process 
Im aes Tool 


Insulation, inectricai « 
Interceptor, lids 
Intercom Line 





Intercom System 
Iron, Soldering 


Jacks, Eoaee “a 
Joint, 
phy 


Ladder, Mobile Step 
Lamp Lm Safety ... 








Lubricant, 
Lubricant, Valve 
Lubricator, Force- 





fercury Cleaner 
eter, Clam: 








eter, Combination 





High “Temp. 
Motors, A-C Induction 








Nozzles, Spray 
Nut, Locking .... 


Oiler, Wick .... 
Oscillograph ....... 


Packaging P: 
eer Flex ble Vv 


Roller 

re Retardant . 
Paint for Quonsets 
Paint, Rust-Inhibitive 
Paint, ite 
Painting Guide 
Panelboard 
Paneling, Wall . 
Patching, Floor 
—. jreaker . 

nst 


Plastic Aprons, Sleeves 
Plastic Spra 

Platform, poeing 
Platform, Load 

Pliers, Electric 

Pliers, Flexible Jaw 
Pliers, IndustrTial 
Pliers, Slip-Joint . 
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Immers on 
Gearless .... 


Centrifugal 
Cc 


radie Mounted. 


High Vacuum 


’ Portable ; 


Quonsets, Improved 


Package 

. Floor . 

Retainer, Triangula 
Rubber, Silicone 


Sander, Electric 


Screens, Vibrating” ; 
scrubber, Dry Gas 
seal Unit, Packaged 


Sequence Control .... 
Separator, Magnetic 
Shade, Window : 
eee, by Spiint 
Shake 

Shelvin 

Shoes, 

s 








Silicone No. 250 
Silicone Rubber, X-6— 
Smoke Tester wtinine 
Snubber, Cleaner . 
Snubber, Exhaust 


s 

§ 

Soldering Device .. 

2 soaed Flux : 
Speed Limiting Device 
s Reducer ........ 








rayer, Insecticide 
raying, Flame . 
Spray Unit, Paint 
Squawk Box Robo 
Stacker, Vertical ... 
Starter, Electronic 
Starter, 

Starter, 











igh 
Protective . 
Reversing 
Weatherproof. 
Conveyor . 


Tachometer, aiintatuse “ 
Take-Off Kit 
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Saw, "‘Air-Powered Pipe sistent 
Saw, Band 


3nubber, Slug Buster ........ 
Snubbers, Air Intake .... 


yee 
pray Kit, Portable . 








Th 
Threader, Pipe 





Threading Machine 
Timer, D- 2. eats 
fool Kit, 

rote Bo 





Tower, Routing = 
Towers, Hoistin; ..Nov 
— rails, Shielded wenenntcmmccens 











Transformers, 3-Phase .... 


Transmission Unit 


Type Hand 
bie Handling 





ine 
i Speed 
Hydric ite , 
Truc! ht Fork 
Trucks, Light We ht 
Truck, awe 


Truck, 


Union, Steel 


Valve, Air Line Drain ... 


Valve, Bonnet Gate 


Allen, Prank ........cccccccsceeeee 


Birren, Faber 
Bouton, Herbert . 


Breeding, John D. ..... 
Brewer, A. F. .... 


bell, Arthur 


July 3 
uly 
“Oct. 
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ve, Control 

















Valves, 
Ventilators, Portable 
Venturi Tubes 





Vibration Pickup 
Vibrators, Pneumatic ... 
Vise 





n 
Visualizer, Load 
Voltmeter 





Washer, Parts .... 
Washer, Wall 

Vater Cooler, een 
Vater, Feed Control 
Vater Hammer "Check 
Vaterproof Finish . 
veld ter, Field .. 
Velder Contactor 





we Spot 
Vinch Portable Hand 


renc. 
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